ST.  JAMES  CHURCH,  WILMINGTON,  N.  C. 
Built  in  1839  near  the  site  of  older  church  begun  about 
1751.  On  the  grounds  in  back  of  the  church  can  be  seen 
the  graves  of  Cornelius  Harnett  and  Thomas  Godfrey. 
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